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Message Text 

UNCLASSIFIED 

PAGE 01 ATHENS 01498 161015Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO SS-15 SSO-OO OC-06 CCO-OO EB-08 10-13 
CIAE-00 INR-07 NSAE-00 DODE-OO L-03 NSC-05 NSCE-00 
INRE-00 /070W 

161020Z 060876/11 

O P 160950Z FEB 77 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC IMMEDIATE 9137 
AMEMASSY ANKARA IMMEDIATE 
AMEMBASSY NICOSIA IMMEDIATE 
AMEMBASSY LONDON IMMEDIATE 
AMCONSUL FRANKFURT IMMEDIATE 
AMEMBASSY VIENNA IMMEDIATE 
INFO CINCUSAFE RAMSTEIN GER PRIORITY 

UNCLAS ATHENS 1498 

DEPT FOR S/S-EX, OPNS CEN, EUR/SE 

EO 1 1652 NA 

TAGS OVIP CLIFFORD, CLARK M.) 

SUB J : STRIKE OF GREEK TELEPHONE COMPANY EMPLOYEES 

EMPLOYEES OF GREEK TELEPHONE CO. (OTE) HAVE CALLED 24 HOURS 
WITH TELEPHONE OPERATORS REMAINING ON STRIKE AN ADDITIONAL 48 
HOURS, STRIKE BEGINNING FRIDAY, FEBRUARY 18, AS A RESULT, 

ALTHOUGH OTE WILL TAKE STEPS TO HANDLE EMERGENCY CALLS, IT WILL 
PROBABLY NOT BE POSSIBLE TO COMPLETE BOOKED CALLS TO THE 
EMBASSY DURING THIS PERIOD WHICH COINCIDES WITH CLARK CLIFFORD 
VISIT, ANY CALLS DURING THIS PERIOD SHOULD THEREFORE BE DIRECT DIALED. 

EMBASSY SWITCHBORAD NUMBER IS (AREA CODE 01) 712-951. 

ALTERNATE MEANS WOULD BE THROUGH ATHENAI AIR BASE AUTOVON 
662- 1110; ASK TO BE CONNECTED WITH EMBASSY. 

KUBISCH 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MINISTERIAL VISITS, TELEPHONE SYSTEMS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 16-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ATHENS01498 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770054-1252 
Format: TEL 
From: ATHENS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770238/aaaabhbq.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 9d1f4bc6-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 12-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3311678 
Secure: OPEN 
Status: NATIVE 

Subject: STRIKE OF GREEK TELEPHONE COMPANY EMPLOYEES EMPLOYEES OF GREEK TELEPHONE CO. (OTE) HAVE CALLED 24 HOURS 
WITH TELEPHONE OPERATORS REMAINING ON STRIKE AN AD 
TAGS: OVIP, GR, (CLIFFORD, CLARK M) 

To: STATE ANKARA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/9d1f4bc6-c288-dd11-92da-001cc4696bcc 
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